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ITEM QUAN ITEM NO. . FAIT NUMBER 


ICMENCUTUFI 


STATINlTL 


775650-1 - 

'PURCHASE REQUEST #2-3-2 


iORVI’vAL KIT - 


HUTETi — SQT-QGMiALETRLY . £2340 EiON&L TESTED 
ITEM HrtS PASSED MECHANICAL TEST BUT RaS 
NOT PASSED r,YVr.£N & NIT BOG SN FIX-W TEST, 

| IS FULLY AWkKE OF THIS 
CONDITION & HAS AGREED TO COMPLETE THE 
FUNCTIONAL TESTING BEFORE ihe item IS 
CONSIDERED SERVICEABLE. 
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NOTE: TO BE HAND CARRIED to 


STATlINTL 


MARKED FOR - 


STATINTL 
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